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FIGURE 43. Melting an iron rod almost instantly by passing a large
electric current through it. The home-made welding transformer to
which the heavy copper connections at the left lead may be contrasted
with the Boulder City transformer of Fig. 42. This one draws 30
amperes at rro volts when delivering about 500 amperes through the
5-volt welding secondary.